Message 


From: Adeduntan, Rilwan (SUF) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECiPlENTS/CN=RiLWAN.ADEDUNTAN] 

Sent: 7/23/2012 4:16:34 PM 

To: Medina, Nicole (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Nicole. Medina] 

CC: Corbett, Kate (DPH) [/ 0=C0MM0NWEALTH OF MA SSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 


Thanks for the prompt response. Could you also forward me the drug certs? 
Thanks in advance, 


Rilwan 

From: Medina, Nicole (DPH) 

Sent: Monday, July 23, 2012 11:42 AM 
To: Adeduntan, Rilwan (SUF) 

Cc: Corbett, Kate (DPH) 

Commonwealth 

Attached please find the discovery you requested. I noticed that there were two lab numbers for this case so I am 
forwarding data for both. 

Nicole E. Medina 
Chemist II 
MSP-Drug Lab 
305 South Street 
Jamaica Plain, MA 02130 
Phone: 617-983-6630 
Fax: 617-983-6625 


From: Adeduntan, Rilwan (SUF) 

Sent: Thursday, July 19, 2012 9:15 AM 
To: Medina, Nicole (DPH) 

Cc: Corbett, Kate (DPH) 

Subject: Re: Commonwealth 

Thank you. 


Rilwan 


On Jui 19, 2012, at 9:11 AM, "Medina, Nicole (DPH)" < Nicole.Medina@MassMail.State.MA.US > wrote: 
we will email it to you once we gather all the information. 


From: Adeduntan, Rilwan (SUF) 

Sent: Wednesday, July 18, 2012 11:40 PM 
To: Medina, Nicole (DPH); CortettJ<at^D^ 
Subject: Commonwealth v. 
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Greetings, 


i hope this email finds you well. It is my understanding that you two are responsible for testing the drugs in the above 
mentioned lab number that corresponds to^^^^^^^^^^^^case. I am hoping you can forward me the chemist 
packet and the drug certificate at your earliest convenience. 

Thanks in advance, 

Rilwan Adeduntan 

Assistant District Attorney 

Major Felony Bureau 

Suffolk County District Attorney's office 

One Bulfinch Place Suite 300 

Boston, MA 02114 

(W) 617-619-4173 

(F) 617-619-4175 
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